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TO: REGENCY COMMUNICATIONS PROFESSIONAL SALES & SERVICE CENTERS 


REGENCY COMMUNICATIONS PROFESSIONAL SALES REPRESENTATIVES 
MODSlomArreCrhDes XLHC252 ,° XLHC257 


PROBLEM: INCORRECTLY LABELED PART ON PARTS PLACEMENT DIAGRAM 


i) CURE: 


Re-label C428 as C421 on Parts Placements Diagram in the 
respective Service Manuals - Figure 4-3B (XLHC252) and 
Figure 5-7b. (XLHC257) . 
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